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Three Head, Three Motor GX Recording and Playback System. New AC 
Servo Motor for direct capstan drive. Dolby Noise Reduction Circuit 
10-1/2” reel capacity, 





GX Head, AC Servo Motor, Direct Capstan Drive System. 
Wow and Flutter reduced to 0.06%, Distortion less 
than 0.5%, S/N Ratio better than 57 dB / 


6X RECORDING AND PLAYBACK HEADS FOR HIGHER 
QUALITY AND LONGER LASTING PERFORMANCE 

As is wall known, Ih core of Akai's GX Hood is made of 

is mounted and sa in glas. The superior magnetic prope! 
material and special processing llowed the formation of a perfeciy Hincal 
shallo?hond gap, an acute head surface anglo contour, and focusing of the 
magnetic field into a sharp oblong radios. This focused Haid 
eliminates undue equaization, minimizes high frequency lo, 
3 wider dynamic range. Further, sound drop-out 1 eliminated. hend-10-ape 
contact and sigal-to-moise ratio Improved, and ıhe hardnass ol the head 
materils provide dus Iren and wear Ir charac 

Performance. The GX-630DB exhibitz a ei 
overing 25,000 Hz with Akai LN-150-7 Tape, 




















3 MOTOR DRIVE SYSTEM INCLUDES NEW AC SERVO, 
MOTOR FOR DIRECT CAPSTAN DRIVE 

Tris model employs a 3 motor drive system with a new CPG (cr 
Aenerated) AC Servo Motor for dire capatan drive. The auality of {hi 
Qutstanding motor plus the elimination of rubber belt, and fyheeis 
Fesults in ıhe realization of a 0.00% Wow and Flutter factor. Twro ey 
Eurrent outer rator motors complete Ihe drive system for completely stable 
performance and excllent tone quality. Impedance Roller and Tansion 
vrs also ac 1 tape wave stabil. 











10-112" REEL CAPACITY 

Selncior and standard accessory 10-172" fuel hub adapter 
'he use of 5, 7, or 10:1/2" ron, Further, this model features 
ion” wherein del take-up and back tension is applied 10 Ihe 
Foul at Ine beginning of tape start {or amooth operation regards of tee 











QUICK PAUSE CONTROL 
1 affected, the tape remains in contact with the head 

Ihe capstan only lightly so that wer 

fast and ‚mooth. Pause Control 









FEATHER-TOUCH FULL DIRECT FUNCTION CHANGE 
CONTROL 


Direct Funetion Change Control for spandy mode 
includes direct function change 10 recording mode for 
Basy add-on recording 





MICROPHONE AND LINE MIXING O.K. 
A builtin mic-ine mising cireult and independent Mierophone and Line 
Input Levol Controls facitae easy sound mixing Irom saparate sources, 





DUAL MONITORING 
A Tapo/Source Monitor Swiich onables comparison of source sionals wilh 
Ihe recording being made for more professional racording results 





INCLUSION OF DOLBY NR CIRCUIT BANISHES TAPE HISS 
The Dolby Noise Reduction Cireit works 10 proportionatly adust the 
signal frequeney and signal jevl by raising low level aianals prior 10. 
Facarding and IOwering Iham by ihe same amount at playback time, This 
Procns aliminates extranaaus noise, hu, ao ollminating tape hie. 








AUTOMATIC STOP FOR OPERATING SAFETY 
The Automatic Stop/Tonsian Arm drops at ıhe end of ıh 
an automatic stop mechanitm which completely stops re 
Operating stay. 








+"Dolby” and ne Dow 

















OUTPUT LEVEL CONTROL 
Can be adjusted 10 correspond with ampifi 
with any amplifir, 





input enabling connection. 


OTHER OUTSTANDING FEATURES include a Remote Control 
‚Jack for remote control of all operating functions as well as absenter 
Tacording wiıh optional aceessory Remote Control Unit RC-17, a Tape 
Selector Switch for use of Low Noise or Wide Range Tape, and a 
convoniont iftup type head covor for ey hand block accesibiliy 





STANDARD ACCESSORIES 
Connsetion Care 

10.172" Aool Hub Adapıers 
Empry Reel 

Spare Funes 

Operanor’s Manu DE 
* Spore (use not inlucad with CEE, CSA, UL and LA madal 








TECHNICAL DATA 





Track System „2.0... 4 track 2 channel stereo/monaural 
sysum 
oe Capacity Up 10 10:72" ost 





Tape Spond .. 


EETTEIZ and 3314 ips (+ 0.78) 
Wow and Flatter . 


Less than 0.06% AMS at 7-1/2 ips 
Lass than 0.09% AMS at 33/4 ips 
JOH 10 26,000 Hz (+ 3.10) at 7-1/2 ps 
using Akal LN-160-7 Tape 
30 Hz 10 19,000 H2 (+ 3) at 33/4 is 
sing Akai LN-150-7 Tape, 

5% (1.000 Hz "07 Vu) 





Fregueney Response 


Oistortion. 





Siomatto-Noise Ratio . 


Dolby Switch ON! Improves up 10.10 dB. 
above 5 kHz 








Erase Ro . Better ıhan 70 dB. 
Bias Frogueney E10 KH 
Hands... (9): One GX playback, One GX record: 








19. and one erase hand 






















Moto u. (81: One AC Servo motor for capstan 
(drive, two eckdy current motos for 
Feol dr 
Fast Forward 
Rewind Time ........ 120 seconds using a 2,400 ft. tape 
Output Jacks „2.2.2... Lin (210.775 V (0 Vu) 
Phone (1: 30 mW ohms. 
Input sncks Mierophone (2); 0.25 mV 
Line (21: 70 mV 
Dindack ..... 68 v25mV 
Semi Conduetors ....... Transistor 64, Diodes 69, PET 2 





Power Requirements, 
my 

(CEE Modes: 220 V, 50 Hz only 
Otter Mockls; 100 V to 240 V, 50160 Hz 
(Switchable) 

„100 W (CEEI, 90 W (CSA) 
440 (W) x 465 (M) x 240 (D) mm 
1a3x 174x040) 

195 Kg, (02818) 


Power Consumption. 
Dimensions . 








Weight 








Under icanee tram Dolby Laboratories C26JL 750 6047082 











HORST TREICHL - GMBH 
AKAI STUDIO 1 


OBERE WEISSGERBERSTRASSE 18 
1030 WIEN 


Telefon 75-20-234 








mAnuractunED &oistnUTeD or 
AKAI ELECIRIC CO, LID. 
AKAI TRADING CO, LID. 


12.14, home, Higash-Koiya, 
Öhta-ku, Tokyo, Japan 





